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SUBJECT: IAEA CONSULTANTS MEETING ON QUALITY ASSURANCE PROGRAM 
FOR NUCLEAR POWER PROJECTS 

1. IN CONNECTION WITH AGENCY'S PANEL ON QUALITY ASSURANCE PRO- 
GRAM FOR NUCLEAR POWER PLANT DESIGN, CONSTRUCTION AND OPERA- 
TION PLANNED FOR OCTOBER 1974, AGENCY REQUESTS ASSISTANCE OE 
U.S. EXPERT, PREFERABLY EROM USAEC DIRECTORATE OF REGULATORY 
STANDARDS, TO PREPARE JOINTLY WITH THE AGENCY STAFE AND ONE 
OTHER EXPERT EIRST DRAFT OF QUALITY ASSURANCE REQUIREMENTS 
FOR DISCUSSION BY PANEL. ASSIGNMENT TO TAKE PLACE DURING TWO- 
WEEK PERIOD MAY 13-24, 1974. AGENCY OFFERS PAY TRAVEL AND PER 
DIEM EXPENSES. COPY OF AGENCY LETTER POUCHED AMMONS, AEC. 

2. MISSION NOTES THAT THIS IS ONE OF SEVERAL EXPECTED MEETINGS 
RESULTING EROM STEPPED-UP ACTIVITIES OF IAEA CONCERNING 
NUCLEAR POWER PROJECTS, INCLUDING HEALTH AND SAFETY ACTIVITIES. 
AS AEC/DEPT AWARE, WE HAVE BEEN ENCOURAGING AGENCY TO MOVE 
MORE VIGOROUSLY IN THESE AREAS. ACCORDINLGY, THE MISSION 
STRONGLY RECOMMENDS PROMPT AND FAVORABLE RESPONSE TO AGENCY 
REQUEST NOTED ABOVE. 

3. ADVISE. PORTER 
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